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LUTO-ZUI 1, 


SEIKO HISTORY 


1881 


1892 


1913 


1953 


1959 


1964 


1968 


K. Hattori, predecessor of today’s Seiko Holdings Corporation, 
established. 


Seikosha clock supply factory established; production of wall 


clocks begins. 


Seikosha builds the first pocket watch. 


Production of Laurel, the first wristwatch made in 


Japan begins. 
SEIKO sponsors Japan's first TV commercial. 
SEIKO commercializes quartz clocks for broadcasting use. 


SEIKO develops the portable quartz chronometer and 
Seiko serves as Official Timer for the “Games of the 
XVIII Olympiad” held in Tokyo. 


SEIKO achieves the highest ever score in the Geneva 
competition and is awarded the “best mechanical wrist 


chronometer”. 


1969 


1982 


1988 


1992 


1999 


2005 


Introduction of cal. 6139, the world’s first automatic chronograph 
watch equipped with both vertical clutch and column wheel. 
Introduction of the world’s first quartz watch, 

“SEIKO Quartz Astron” cal. 3500. 


Introduction of the world’s first TV watch cal. T001. 


Introduction of the world’s first “Auto Quartz” watch cal. 7M42. 


(later renamed as “Kinetic”). 


Introduction of 1/100th analogue quartz chronograph watch 
cal. 7159. 


Introduction of the world’s first Spring Drive watch cal. 7R68 
(hand winding). 


Introduction of the Ultimate Kinetic Chronograph cal. 9T82. 


Introduction of the Kinetic Perpetual cal. 7D48. 


Introduction of the Spring Drive cal. 5R series 


(automatic winding). 


SEIKO HISTORY 


2006 


2007 


2009 


2010 


2011 


Introduction of the world’s first watch with electrophoresis 


display module cal. G510. 

Introduction of the Credor Spring Drive Sonnerie cal. 7R06. 
Suggested retail price: 15 million Japanese Yen. 

Introduction of the Kinetic Direct Drive cal. 5D44. 

Introduction of the Spring Drive Chronograph cal. 5R86 equipped 
with both vertical clutch and column wheel. 

Introduction of the Chronograph Perpetual. 


World's first EPD watch with an active matrix system. 


SEIKO’s 130th Anniversary 


Served as Official Timer of the IAAF World Championships 
Daegu 2011. 


2012 


2013 


2014 


2015 


2016 


SEIKO introduces the world’s first Solar Powered GPS watch that 


supports all internationally recognised timezones. 


100 years of SEIKO Wrist watches marked by a collection of 


Special Edition models. 


SEIKO introduces the world’s first Solar GPS watch with a 


chronograph. 

Astron GPS Solar Dual Time with AM & PM indicator is 
introduced. 

SEIKO celebrates 50 years of diver's watches. 


Astron GPS Solar World Time introduced. 


THE SEIKO WEBSITE 


The SEIKO website is designed to provide customers, 
retailers and consumers with instant access to information 
about SEIKO. Log onto www.seiko.com.au and click the 
following links to find out all there is to know about the 


world’s leading watch manufacturer. 


Products — Learn more about the SEIKO Premium Collection 


or explore the entire SEIKO product range. 


Support — Designed with retailers in mind, this section 
provides service information, instruction manuals you can 
download and ‘frequently asked questions’ to aid in trouble 
shooting, procedures for sending back repairs for prompt and 


efficient service. 


About Us — Discover SEIKO’s history from humble beginnings 
in 1881 and the rise that carried SEIKO to new heights and 
international renown. Learn about corporate structure, global 


networks and SEIKO’s extensive involvement in sports timing. 


Corporate — This section outlines specialised services that 
include the printing of company logos on the dial of a watch 
or clock, engraving and personalised messages, as well as 


customised packaging and more. 


SEIKO will continue to grow and evolve and so too will 
www.seiko.com.au, so keep checking for regular updates. 
Please send any comments you have to info@seiko.com.au, 


all feedback is welcome. 


www.seiko.co.nz 


ABOUT THIS GUIDE 


BELOW ARE THE ABBREVIATIONS AND SYMBOLS YOU WILL FIND IN THIS CATALOGUE 


TES ta — Advertised model 


Solar — Power reserve indicated in months 
Kinetic — Power reserve indicated in months 


New release model 
Stainless steel case 


Water resistance 


06 © @% 3 = 


Titanium 
Ceramic 
SS C21 8P $860 ————_ Reference number and price 
SOLAR ALARM CHRONOGRAPH —— Watch type 
TGP.MHCWR (10BAR) 1 Case material (refer to Abbreviations page) 
SAPPHIRE GLASS 9» =—————————— Glass type 
MOTA112D0 Band reference 


V172 Calibre Number 


WATER RESISTANCE USAGE 


EVERYDAY LIFE (International Standard ISO 2281) Recommended Usage 


Splash Resistant e e e e e e e 


Rain Resistant e @ e) e e e e 


SWIMMING/WATERSPORTS (International Standard ISO 2281) Recommended Usage 


Water-related Work e @ e e e e 


Swimming e @ (e) e e e 


Watersports (Snorkelling, 


Surfing, etc) * ° . ° ba 
DIVING (International Standard ISO 6425) Recommended Usage 
Scuba Diving e e 


Saturation Diving e 


ABBREVIATIONS 


18KYG 18K yellow gold, 18KYG middle, and 18KYG back 

AHC All Hard Coat case and back 

ALSGP All Light SEIKO Gold Colour Plated case 

ASG All SEIKO Gold Plated case 

ATl All Titanium case 

ATIHICDC All Tl case with super hard coating 

BTIHC.MBTIHC All high intensity titanium 

CE Ceramics 

FRP Fibre Reinforced Plastic 

GPDP Combined SGP and PDP middle with bezel and SS back 
GPHC Combined SGP and HC middle with bezel and SS back 

HC Hard Coating SS middle with bezel and SS back 

HC.SSHC HC bezel and middle with combined SS and HC back 

HGC Hard Gold Coating middle with bezel and SS back 

LSGP Light colour SGP 

MHC HC middle with SS bezel and back 

MSSGP SS bezel, combined SS and SGP middle and SS back 
MSSPCD SS bezel combined SS and plastic middle with SS back 
MSS.HC SS middle with HC bezel and back 

PDP Palladium plated middle with bezel and SS back 

SGP SEIKO Gold Colour Plate and Stainless Steel back 

ss Stainless Steel case 

SSGP Combined SS and SGP middle with bezel and SS back 
SSHC Combined SS and HC middle with bezel and SS back 
TCE.GP CE bezel, SGP middle, and SGP back 

TCE.MTIHICDC CE bezel, Tl with super hard coating middle, and TI with super hard coating back 
TCE.TIHC CE bezel, TIHC middle and TIHC back 

TGPCE.MGP Combined SGP and Ceramic bezel, SGP middle and SS back 
TGPDP Combined SGP and PDP bezel, SS middle and SS back 
TGP.MGPHC SGP bezel, SGP and HC middle and SS back 

TGP.MSSGP SGP bezel, combined SS and SGP middle and SS back 
TGP.TIHCCE SGP bezel, combined TI, HC, and CE middle (No case back as it's a one piece case model) 
TGPTI.TI Combined TI and SGP bezel, TI middle and TI back 

THC HC bezel, SS middle and SS back 

THC.BTI HC bezel, BTI (Bright Titanium) middle and BTI back 
THC.MHCPCDP HC bezel, combined HC and plastic middle with SS back 
THC.MSSCE HC bezel, combined SS and CE middle, and SS back 
THC.TIHCCE CE Outer Case, TI HC Inner Case 

THGMCETIHG HGC bezel, combined Ceramics, Tl and HGC middle and combined Ceramics, Tl and HGC back 
Tl Titanium 

TPDP PDP bezel, SS middle and SS back 

TSGP Combined SS and SGP case and SS back 

TSSCE Combined SS and Ceramic bezel , SS middle and SS back 
TSSGP Combined SS and SGP bezel, SS middle and SS back 
TSSGP.GP SSGP bezel, SGP middle, and SGP back 

TSSHC Combined SS and HC bezel, SS middle and SS back 
TSSHC.HICDC SSHC bezel, SS with super hard coating, and SS with super hard coating back 
TTIHC.MTIHICDC.TI Ti & HC bezel, Ti & HC middle, Ti Back 

TTIHC.TI Combined TI and HC bezel, TI middle and TI back 

WR Water Resistant 


XL 


Lumibrite hands and hour markers 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 50 hours power reserve. Accuracy +15/-10 seconds a day 
average. Hour, minute, second hand. Calendar. 


Case Size 
pee The Marinemaster series has long been renowned for the security and precision that the 
professional diver requires. This Marinemaster Professional 1000m Diver's has a two-layer case 
construction that is now the trademark of Seiko’s professional diver's watches. Thanks to the 
strength of the inner case structure, the specially designed L-shaped gasket and the screw- 

down glass fixing ring, the watch is effectively impermeable to helium and can be safely used for 
saturation diving to great depths. The use of ceramic for the outer shell enhances shock resistance 
and also prevents any unintentional rotation of the bezel. This creation incorporates a mechanical 
calibre specially adjusted for a diver’s watch and it is made and assembled, as is the complete 
watch, by Seiko’s leading craftsmen at the Shizuku-ishi Watch Studio. The hands and markers are 


WNNILV1d X3BedSOUd SY 


sBpx014 $7300 © OO 


AUTOMATIC, TGP.TIHCCEWR, (100BAR), DIVER’S, XL, 
SAPPHIRE GLASS, SCREW DOWN CROWN, 

ONE WAY ROTATING BEZEL, 

RO1X011P9, 8L35 


coated with a new version of Seiko’s Lumibrite, which glows for 60% longer than in the past. The 
strap is made of extra-strength silicone for greater durability. 


GPS SOLAR DUAL TIME 


Powered by any light source. Power reserve 2 years with power reserve indicator. Connects to satellites to pinpoint your position and adjust 
timezone accordingly*. Perpetual Calendar adjusts until February 2100. World Time function. Daylight savings function. Dual Time Facility. 


Hour, minute, second, am/pm indicator. Power save mode. 


a a 
A z Case Size 


4 utr 48.5mm 


SSFO01J $6900 0 0% 


GPS SOLAR DUAL TIME, TCE.TIHICDCWR, (20BAR), XL, SAPPHIRE GLASS, 
LIMITED EDITION 1,500 PIECES WORLDWIDE, SPECIAL BOX, 
MOYT111H0, 8X53 


Imagine yourself passing through the Roaring Forties, sailing alone in 

a 60 foot yacht in high seas near Cape Horn, with only your skill and 
equipment separating you from danger and possible disaster. This is 
the prospect faced by ocean yacht racers like Kojiro Shiraishi, who 
has helped Seiko to create the new Marinemaster GPS Solar sailing 
watch. Knowing the exact time and time zone at sea is vital so that 
communication with the team back home can be synchronized, even in 
the waters near the poles, where time zones change with far greater 
speed than at the Equator. This new watch marries Seiko's proven skill 
in building watches suitable for the most demanding environments with 
a new timing technology that ensures that, with one touch of a button, 
the watch adjusts to the exact local time anywhere on earth, on land or 
at sea, using just the power of light. Furthermore, the Dual-Time function 
allows an ocean sailor to know at a glance the time in his or her home 
port as well as local time. 


The new Marinemaster GPS Solar is built for the harsh conditions that 
every ocean racer has to foresee. The case and bracelet are made 

of corrosion-resistant titanium, protected by a super-hard coating 

and a ceramic bezel. The watch is 200 metres water resistant, with a 
screw-down case back and crown. Excellent legibility in any weather, 
day or night, is ensured by the sapphire crystal coated inside and 

out to minimise glare and reflection, the wide, prow-shaped markers 
and Seiko’s latest Lumibrite coating. Complete ease of use was the 
designer's next concern. The crown and buttons are easy to use, even 
when gloves are worn and the case and bracelet are shaped to avoid 
any edge catching a rope or line. This very special watch is offered in a 
limited edition of 1,500. 


*Timezone data as of January 2014. Changes to timezones occurring after this date are not programmed and manual adjustment may be required. 


SOLAR WORLD TIME CHRONOGRAPH 


Powered by all light sources. 6 month power reserve with power reserve indicator. World Time — 25 Cities pre-programmed. Dual Time Facility. 
Stopwatch measures 24 hours in 1/5th of second increments with split time facility. 24-hour alarm. Hour, minute, second hand. Calendar. 


Case Size | ODE! Case Size 
Ss 44.6mm 


Case Size 
44.6mm 
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SSC485P $1100 6s) SSC487P $1100 63) SSC489P $1050 6s) 
SOLAR WORLD TIME CHRONOGRAPH, THCWR, (10BAR), XL, SOLAR WORLD TIME CHRONOGRAPH, THCWR, (10BAR), XL, SOLAR WORLD TIME CHRONOGRAPH, THCWR, (10BAR), XL, 
SAPPHIRE GLASS, SCREW DOWN CROWN, MOFP418J0, V195 SAPPHIRE GLASS, SCREW DOWN CROWN, MOFP418J0, V195 SAPPHIRE GLASS, SCREW DOWN CROWN, R034011J0, V195 


KINETIC G.M.T. 


Powered by the movement of the wearer. 6 month power storage with power reserve indicator. Hour, minute, second hand and 24 hour hand 
that can be set to a second time zone independently. Calendar. 


Case Size 
47.5mm 


Case Size 
47.5mm 


: : 
SUNO19P $1325 & SUNO23P $1200 & 69 
KINETIC G.M.T, SSWR, (20BAR), DIVER’S, XL, SAPPHIRE GLASS, KINETIC G.M.T, MSSHCWR, (20BAR), DIVER’S, XL, SAPPHIRE GLASS, 
SCREW DOWN CROWN & BUTTON, ONE WAY ROTATING BEZEL, SCREW DOWN CROWN & BUTTON, ONE WAY ROTATING BEZEL, 
MOVY111J0, 5M85 RO1Y011M0, 5M85 


Since the launch of our first diver’s watch in 1965, Seiko has 

Case Size brought to professional divers a stream of innovative new 
technologies and designs that have made diving safer and easier 
for the professional and recreational diver alike. Thanks to these 
advances and to the supreme quality of our diver's watches, Seiko 
has earned a high reputation of trust in the diving community. 


By a strange coincidence, a few months after Seiko’s first diver’s 
watch appeared two American dive enthusiasts decided that 
standards of training in diving needed to be raised and founded 
the Professional Association of Diving Instructors. Over the past 
fifty years, PADI™ has become the world’s most trusted scuba 
diving training organization. With over 6,300 Dive Centres and 
more than 136,000 qualified PADI professional instructors around 
the world, PADI has issued an amazing 24 million certifications 
and has done more than any other organization to introduce 
diving to the world. 


Seiko and PADI share a passion for ensuring the safety and 
enjoyment of divers and for protection of the marine environment, 


SUNO65P $1150 CO) 6s) Soe so a partnership felt very right. 


NYT : ‘ 7 
KINETIC G.M.T, MSSHCWR, (20BAR), DIVER’S, XL, SAPPHIRE GLASS, e/a » 1o celebrate and promote this partnership we introduce the 
SPECIAL EDITION P.A.D.I. SPECIAL BOX, Pav | Prospex PADI Special Edition. 


R01Y011J0, 5M85 
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KINETIC 


Powered by the movement of the wearer. 6 month power storage with power reserve indicator. Hour, minute, second hand. Calendar. 


Case Size 
43mm 


SKA371P-2 $840 © 


KINETIC, SSWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
4KR3JZ, 5M62 


SOLAR ANALOGUE 


Powered by all light sources. 10 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. Calendar. 


Case Size 
43.7mm 


Case Size 


43.7mm Case Size 


43.7mm 
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SNE373P $660 & 69 SNE383P-9 $599 6s) SNE293P-2 $550 ©) 69) 
SOLAR ANALOGUE, HCWR, (20BAR), DIVER’S, XL, SOLAR ANALOGUE, SSWR, (20BAR), DIVER’S, XL, SOLAR ANALOGUE, SSWR, (20BAR), DIVER’S, XL, 
HARDLEX GLASS, ONE WAY ROTATING BEZEL, HARDLEX GLASS, ONE WAY ROTATING BEZEL, HARDLEX GLASS, ONE WAY ROTATING BEZEL, 
SCREW DOWN CROWN, RO1V011N0, V157 SCREW DOWN CROWN, R01V011N0, V157 SCREW DOWN CROWN, RO1V011J0, V157 


Case Size 
42mm 


SNE107P-2 $599 63) 


SOLAR, SSWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
DA3H1JR, V158 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Accuracy +/- 25 seconds per day average. Hour, minute and second hand. 
Calendar. Day of week. 


Since the launch of our first diver’s watch in 1965, Seiko 
has brought to professional divers a stream of innovative 


——_— 
ng i Case Size new technologies and designs that have made diving safer 
=— L 45mm 


and easier for the professional and recreational diver alike. 
Thanks to these advances and to the supreme quality of 
our diver’s watches, Seiko has earned a high reputation of 
trust in the diving community. 
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By a strange coincidence, a few months after Seiko’s first 
diver's watch appeared two American dive enthusiasts 
decided that standards of training in diving needed to be 
raised and founded the Professional Association of Diving 
Instructors. Over the past fifty years, PADI™ has become 
the world’s most trusted scuba diving training organization. 
With over 6,300 Dive Centres and more than 136,000 
qualified PADI professional instructors around the world, 
PADI has issued an amazing 24 million certifications and 
has done more than any other organization to introduce 
diving to the world. 


Seiko and PADI share a passion for ensuring the safety 


< (am yawm and enjoyment of divers and for protection of the marine 
(201) W94e environment, so a partnership felt very right. 
SRPA21K $799 PAU ALY y 
AUTOMATIC, SSWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, NE 


ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
SPECIAL EDITION P.A.D.I. SPECIAL BOX, MOEV631J0, 4R36 


™ To celebrate and promote this partnership we introduce the 
Papi Prospex PADI Special Edition. 


Case Size Case Size Case Size 
| oes 44.3mm = = +s 44.3mm 44.3mm 


954628198600! 


SRP775K $840 & 69) SRP773K $840 & 69 SRP777K $799 @© 69 


AUTOMATIC, SSWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
MOEV634J0, 4R36 


Case Size 
46.4mm 


9546281187697! 


SRP639K $925 63) 


AUTOMATIC, THCWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
R002031J0, 4R36 


AUTOMATIC, SSWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
MOEV634J0, 4R36 


AUTOMATIC, SSWR, (20BAR), DIVER’S, XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, SCREW DOWN CROWN, 
R02F011J0, 4R36 
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KINETIC G.M.T. 


Powered by the movement of the wearer. 6 month power storage with power reserve indicator. Hour, minute, second hand and 24 hour hand 


that can be set to a second time zone independently. Calendar. 


Case Size 
45.6mm 


Case Size 


SUNO47P $860 6s) 


KINETIC G.M.T, AHCWR, (10BAR), XL, HARDLEX GLASS, 
SCREW DOWN CROWN, ROTATING BEZEL, EXHIBITION CASEBACK, 
MOXL111M0, 5M85 


KINETIC G.M.T, THCWR, (10BAR), XL, HARDLEX GLASS, 


SCREW DOWN CROWN, ROTATING BEZEL, EXHIBITION CASEBACK, 
MOXL111J0, 5M85 


SUNO49P $799 


Case Size 
45.6mm 


SUNO59P $750 Gs) 


KINETIC G.M.T, THCWR, (10BAR), XL, HARDLEX GLASS, 
ROTATING BEZEL, SCREW DOWN CROWN, EXHIBITION CASEBACK, 
LOF6011J0, 5M85 


Case Size 
45.6mm 


KINETIC G.M.T, THCWR, (10BAR), XL, HARDLEX GLASS, 


ROTATING BEZEL, SCREW DOWN CROWN, EXHIBITION CASEBACK, 
LOF6013J0, 5M85 


SUNO49P-2 $750 


SOLAR ANALOGUE 


Powered by all light sources. 10 month power reserve. Instant start and low energy warning functions. 


Case Size 
45.6mm 


Case Size 
45.6mm 
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SOLAR ANALOGUE, TSSPCDWR, (10BAR), XL, HARDLEX GLASS, 


ROTATING BEZEL, SCREW DOWN CROWN, 
MOXL211J0, V157 


SNE421P $699 


SOLAR ANALOGUE, THCPCD.HCWR, (10BAR), XL, HARDLEX GLASS, 


ROTATING BEZEL, SCREW DOWN CROWN, 
RO1W011M0, V157 


SNE425P $660 


Hour, minute, second hand. Calendar. 


Case Size 
45.6mm 


SOLAR ANALOGUE, TSSPCDWR, (10BAR), XL, HARDLEX GLASS, 


ROTATING BEZEL, SCREW DOWN CROWN, 
R01W011J0, V157 


SNE423P $599 


SOLAR CHRONOGRAPH 


Powered by all light sources. 6 month power reserve. Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 
Hour, minute, second hand. Calendar. 
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a Case Size 
[ 46.1mm 
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SSC261P $1200 63) 


SOLAR CHRONOGRAPH, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
ROTATING BEZEL, MOVY221J0, V175 


Case Size 
44mm 


Case Size 
44mm 


zi 7 
SSC419P $840 6s) SSC421P $660 63) 
SOLAR CHRONOGRAPH, HCWR, (10BAR), XL, HARDLEX GLASS, SOLAR CHRONOGRAPH, SSWR, (10BAR), XL, HARDLEX GLASS, 
ROTATING INNER RING, MOJT334NO0, V176 ROTATING INNER RING, LOF8011J0, V176 


SOLAR ALARM CHRONOGRAPH 


Powered by all light sources. 6 month power reserve. Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 
12-hourly alarm. Dual time capability. Hour, minute, second hand. Calendar. 


Case Size 
42mm 


Case Size 
42mm 


SSC295P $660 63) SSC293P-2 $599 63) 
SOLAR ALARM CHRONOGRAPH, HCWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, SSWR, (10BAR), XL, 
HARDLEX GLASS, ROTATING INNER RING, HARDLEX GLASS, ROTATING INNER RING, 


LODGO13N0, V172 LODGO11J0, V172 


In 1913, Seiko made its first mechanical watch. In 1956, Seiko made its first automatic watch. In 1958 Seiko created its shock 
resistant system, Diashock, to preserve precision when the movement is subject to impact. In 1959, Seiko invented the 

Magic Lever spring winding mechanism, and in 1964, it started producing balance springs in-house, utilizing its own specially 
developed alloy, Spron. In 1967, Seiko created Japan’s first hi-beat calibre. In 1969, Seiko made the world’s first automatic 
chronograph with vertical clutch and column wheel systems and in 2014 Seiko's mechanical watchmaking skills were rewarded 
with a prize at the Grand Prix d’Horlogerie de Genéve for its hi-beat calibre. 


For over a century, Seiko has developed and refined its mechanical watchmaking skills. Today, all this experience comes 
together in a new, all-mechanical, collection named Presage. Presage has already been successful in Japan and selected other 
markets for some time. Now Presage goes global and takes centre stage as Seiko’s leading mechanical watch collection. 


The new Presage collection draws its inspiration from Seiko's heritage in mechanical watchmaking, which stretches all the 
way back to 1913 and the celebrated Laurel which was Seiko’s, and Japan’s, first ever wrist watch. This heritage is brought to 
life today in the Presage Platinum Collection. The design echoes that of the 1913 Laurel and whose dial layout and markers are 
almost identical to the legendary 1913 creation. 
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ADVERTISED MODEL 


Case Size 
40.5mm 


SPBO41J $1750 Gs) & 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
Case Size 2 ‘\ Case Size Case Size 
40.5mm 40.5mm 
xy, AZ 


EXHIBITION CASEBACK, LOE5028J9, 6R27 
40.5mm 


03168! 


203151 
203175) 


| 2 


28 


46 


954628 
954628 


95 
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SPB035J $1450 Gs) SPB037J $1450 Gs) 2 SPB039J $1450 Gs) 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, MOPF221J0, 6R15 EXHIBITION CASEBACK, MOPF221J0, 6R15 EXHIBITION CASEBACK, LOE5028J9, 6R15 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size 
42mm 
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SSA308J $1200 Gs) 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, SPECIAL EDITION, SPECIAL BOX, 
MOVJ211R0, 4R57 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size 
42mm 


AOVSAaAd 


203724 


954628 
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SSA303J $975 x 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, MOVJ213J0, 4R57 


197603 


954628 


4 


190833 


954628 


4 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. 
average. 


Case Size 
39.1mm 


Case Size 
39.1mm 
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SSA274J $1150 63) 


AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, MOXB111R0, 4R39 
MATCHING MODEL No. SSA852J 


AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, 


EXHIBITION CASEBACK, MOXB111C0, 4R39 
MATCHING MODEL No. SSA854J 


SSA272J $1050 


Case Size 
39.1mm 


SSA271J $975 ) 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, MOXB111J0, 4R39 


Case Size 
39.2mm 


Case Size 
39.2mm 


AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, 


EXHIBITION CASE BACK, MOXB111CO, 4R36 
MATCHING MODEL No. SRP884J 


SRP691J $850 63) 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASE BACK, MOXB111J0, 4R36 
MATCHING MODEL No. SRP887J 


SRP694J $950 


SSA267J $975 


SRP693J $850 


Accuracy +/- 25 seconds per day 


Case Size 
39.1mm 


© 6 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, M0XB111J0, 4R39 


Case Size 
39.2mm 


© 6 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASE BACK, MOXB111J0, 4R36 
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AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size 
41mm 


Case Size 
41mm 


Case Size 
41mm 
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SRP534J $950 63) SRP527J $799 63) SSA257J $860 6s) 
AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASE BACK, MOVJ111J0, 4R36 EXHIBITION CASE BACK, MOVJ111J0, 4R36 EXHIBITION CASE BACK, MOVJ113J0, 4R38 


Case Size 
39.2mm 


Case Size 
39.2mm 
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SRPA14J $799 Gs) 2 SRPA13J $725 Gs) & 


AUTOMATIC, SGPWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, LOFR012K0, 4R35 EXHIBITION CASEBACK, LOFRO11J0, 4R35 
MATCHING MODEL No. SRP860J MATCHING MODEL No. SRP861J 


Case Size 
34.2mm 


Case Size 
34.2mm 
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SRP860J $750 Gs) SRP861J $660 Gs) & 


AUTOMATIC, SGPWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, LOFS012K0, 4R35 EXHIBITION CASEBACK, LOFS011J0, 4R35 
MATCHING MODEL No. SRPA14J MATCHING MODEL No. SRPA13J 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 


average. 


Case Size 
34.2mm 


Case Size 
34.2mm 
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SSA848J $1200 SSA850J $1150 


AUTOMATIC, SGPWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, SGPWR, (10BAR), SAPPHIRE GLASS, 
MOTHER OF PEARL DIAL, EXHIBITION CASEBACK, MOTHER OF PEARL DIAL, EXHIBITION CASEBACK, 
MOXC117P0, 4R38 MO0XC117K0, 4R38 


Case Size 
34.2mm 


Case Size 
34.2mm 
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SSA852J $1050 SSA854J $975 


AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, MOXC111R0, 4R38 EXHIBITION CASEBACK, MOXC111C0, 4R38 
MATCHING MODEL No. SSA274J MATCHING MODEL No. SSA272J 


Case Size f Case Size 
34.2mm ; 34.2mm 
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SRP880J $1050 63) SRP884J $925 63) 


AUTOMATIC, SGPWR, (10BAR), SAPPHIRE GLASS, AUTOMATIC, TSGPWR, (10BAR), SAPPHIRE GLASS, EXHIBITION CASE 
EXHIBITION CASE BACK, MOXC117P0, 4R36 BACK, MOXC111C0, 4R36 


MATCHING MODEL No. SRP694J 


Case Size 
34.2mm 


SRP887J $799 


AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, EXHIBITION 
CASE BACK, M0XC117J0, 4R36 
MATCHING MODEL No. SRP691Jd 


AOVSAaAd 


KINETIC DIRECT DRIVE 
Powered by the movement of the wearer, or by winding the crown. 1 month power storage with power reserve indicator. Hour, minute, second 
hand. Calendar. 


Case Size 
41.5mm 


Case Size 
41.5mm 
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954628192226 
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SRXO11P $1750 6s) SRX013P $1750 6s) 


KINETIC DIRECT DRIVE MOON PHASE, SSWR, (10BAR), KINETIC DIRECT DRIVE MOON PHASE, SSWR, (10BAR), 
SAPPHIRE GLASS, M09B311J0, 5D88 SAPPHIRE GLASS, M09B311J0, 5D88 


CHRONOGRAPH PERPETUAL 
Stopwatch measures 24 hours in 1/5th of a second increments. Perpetual Calendar adjusts automatically until February 2100. Alarm. Date and 
day of the week indicator. On demand month and year indicator. 


Case Size 
41.5mm 


Case Size 
41.5mm 


9654628192141 


——e 


SPC162P $1100 63) SPC159P $1050 6s) 


CHRONOGRAPH PERPETUAL, TSGPWR, (10BAR), SAPPHIRE GLASS, CHRONOGRAPH PERPETUAL, SSWR, (10BAR), SAPPHIRE GLASS, 
M09B311C0, 7786 M09B311J0, 7786 


4 


PERPETUAL CALENDAR 
Perpetual Calendar that automatically adjusts for short months and leap years until February 2100. Hour, minute, second hand. 


Case Size 


fT, j Case Size 
41.5mm 


41.5mm 


954628198747! 
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SNQ147P $725 63) SNQ150P $699 6s) 


PERPETUAL CALENDAR, SSWR, (10BAR), SAPPHIRE GLASS, PERPETUAL CALENDAR, SSGPWR, (10BAR), SAPPHIRE GLASS, 
M09B311J0, 6A32 LOC8012J0, 6A32 


CHRONOGRAPH 
Stopwatch measures 12 hours in 1/20th of a second increments with split time facility. Hour, minute, second hand. Calendar. 


Case Size Case Size 
37.2mm 37.2mm 
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SNDV58P $1100 SNDV70P $925 


CHRONOGRAPH, TSGPWR, (10BAR), SAPPHIRE GLASS, CHRONOGRAPH, TSGPWR, (10BAR), SAPPHIRE GLASS, 
MOTHER OF PEARL DIAL, 16 DIAMONDS, MOTHER OF PEARL DIAL, MOW1211CO, 7792 
MoW1211P0, 7792 


ANALOGUE 
Hour, minute, seconds hand. 


Case Size . 
31.4mm Case Size 


28.3mm 


Case Size 
28.3mm 


SRKZ60P $925 SXDG58P $1100 63) SXDG57P $1050 


ANALOGUE, ASGPWR, (10BAR), SAPPHIRE GLASS, 10 DIAMONDS, ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, 28 DIAMONDS, ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 28 DIAMONDS, 
MOTHER OF PEARL DIAL, MOW1111K0, 6628 MOSY111C0, 7N82 MOSY111J0, 7N82 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size f ) Case Size 
40.6mm ! 40.6mm 


SRPA17J $1100 x SRPA17J-2 $975 x 


AUTOMATIC, SSWR, (10 BAR), SAPPHIRE GLASS, AUTOMATIC, SSWR, (10BAR), SAPPHIRE GLASS, 
EXHIBITION CASEBACK, M0Z5211J0, 4R35 EXHIBITION CASEBACK, L0G4011J0, 4R35 
MATCHING MODEL No. SXB429P MATCHING MODEL No. SXB431P 


ANALOGUE 


Hour, minute hand. Calendar. 
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40.7mm 40.7mm 


Case Size ] 1 » ) Case Size 
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SKP391P $750 Gs) & SKP393P $750 Gs) & 


ANALOGUE, SSWR, SAPPHIRE GLASS, ANALOGUE, SSWR, SAPPHIRE GLASS, 
M0Z5111J0, 7N39 M0Z5111J0, 7N39 
MATCHING MODEL No. SXB429P 


Case Size 
40.7mm 


Case Size 
40.7mm } 
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SKP396P $725 Gs) 2 SKP395P $699 Gs) & 


ANALOGUE, ASGPWR, SAPPHIRE GLASS, ANALOGUE, SSWR, SAPPHIRE GLASS, 
LOG0011KO, 7N39 L0G0011J0, 7N39 
MATCHING MODEL No. SXB432P MATCHING MODEL No. SXB431P 


ANALOGUE 


Hour, minute hand. Calendar. 


Case Size 
30.5mm 


SXB430P $860 © 69 2% 


ANALOGUE, TSGPWR, SAPPHIRE GLASS, 
M0Z6111R0, 7N89 


Case Size 
30.5mm 


SXB432P $725 % 


ANALOGUE, ASGPWR, SAPPHIRE GLASS, 
LOG1011KO, 7N89 
MATCHING MODEL No. SKP369P 


9546281205643! 
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Case Size 
30.5mm 


SXB429P $750 © 69 %& 


ANALOGUE, SSWR, SAPPHIRE GLASS, 
M02Z6111J0, 7N89 
MATCHING MODEL No. SKP391P 


t Case Size 
= 30.5mm 


SXB431P $699 es 


ANALOGUE, SSWR, SAPPHIRE GLASS, 
LOG1011J0, 7N89 
MATCHING MODEL No. SKP395P 
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GPS SOLAR 


Powered by any light source. Power reserve 2 years with power reserve indicator. Connects to satellites to pinpoint your position and adjust 
timezone accordingly*. Perpetual Calendar adjusts until February 2100. World Time function. Daylight savings function. Power save mode. 


Case Size Case Size Case Size 
45.2mm | 45.2mm 45.2mm 
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SSFO05J $2750 6s) SSF003J $2500 6s) SSFO07J $2500 6s) 
GPS SOLAR, TCE.HCWR, (10BAR), XL, SAPPHIRE GLASS, GPS SOLAR, TCEWR, (10BAR), XL, SAPPHIRE GLASS, GPS SOLAR, TCEWR, (10BAR), XL, SAPPHIRE GLASS, 
MOESA64M0, 8X22 MOESA64J0, 8X22 LOFY011J0, 8X22 


SOLAR WORLD TIME CHRONOGRAPH 


Powered by all light sources. 6 month power reserve with power reserve indicator. World Time — 25 Cities pre-programmed. Dual Time Facility. 
Stopwatch measures 24 hours in 1/5th of second increments with split time facility. Hour, minute, second hand. Calendar. 


Case Size 
44.2mm 


SSC481P $1250 6s) 


SOLAR WORLD TIME CHRONOGRAPH, AHCWR, (10BAR), XL, 
SAPPHIRE GLASS, SPECIAL EDITION, SPECIAL BOX, 
M0Z7113M0, V195 


Case Size 
44.2mm 


Case Size 
44.2mm 


SSC479P $1050 6s) SSC483P $999 6s) 


SOLAR WORLD TIME CHRONOGRAPH, TSSHCWR, (10BAR), XL, SOLAR WORLD TIME CHRONOGRAPH, TSSHCWR, (10BAR), XL, 
SAPPHIRE GLASS, M0Z7113J0, V195 SAPPHIRE GLASS, LOFZ111J0, V195 


*Timezone data as of March 2015. Changes to timezones occurring after this date are not programmed and manual adjustment may be required. 


SOLAR PERPETUAL CHRONOGRAPH 


Powered by all light sources. 6 month power storage with power reserve indicator. Stopwatch measures 24 hours in 1/5th of a second 
increments with split time facility. 24-hour alarm. Dual Time capability. Hour, minute, second hand, perpetual calendar that automatically 


adjusts for short months and leap years until February 2100. 


Case Size 
45mm 


SSC427P $1200 63) 


SOLAR PERPETUAL CHRONOGRAPH, AHCWR, (10BAR), XL, 
SAPPHIRE GLASS, SCREW DOWN CROWN, 


MOND111M0, V198 MOND111J0, V198 


SSC357P $999 


SOLAR PERPETUAL CHRONOGRAPH, SSWR, (10BAR), XL, 
SAPPHIRE GLASS, SCREW DOWN CROWN, 


Case Size 
45mm 


CHRONOGRAPH 


Stopwatch measures 
12 hours in 1/20th of a 
second increments with 
split time facility. 

Hour, minute, second 
hand. Calendar. 


Case Size 
38.2mm 


SNDX95P $1200 6) © 


CHRONOGRAPH, TSSCEWR, (10BAR), XL, SAPPHIRE GLASS, 
CABOCHON CROWN, 8 DIAMONDS, MOTHER OF PEARL DIAL, 
MOR1117J0, 7792 


AUTOMATIC = 


Approximately | 
41 hours power ‘ 
reserve. Accuracy 
+/- 25 seconds a day 
average. Powered 
by the movement 

of the wearer or by 
winding the crown. 
Hour, minute and 
second hand. 


Case Size 
37.7mm 


SSA884J $1200 © 


AUTOMATIC, TGPCEWR, (10BAR), XL, SAPPHIRE GLASS, 
CABOCHON CROWN, EXHIBITION CASEBACK, 
MOR1217R0, 4238 


KINETIC 


Powered by the movement of the wearer. 6 month power storage with power reserve indicator. Hour, minute, second hand. Calendar. 


Day of the week. 


Case Size 
37.2mm 


SKA873P $975 63) 


KINETIC, SSWR, (10BAR), XL, SAPPHIRE GLASS, MOTHER OF 
PEARL DIAL, 11 DIAMONDS, EXHIBITION CASEBACK, 


MOXK112J0, 5M82 MOXK111J0, 5M82 


SKA881P $975 


KINETIC, SSWR, (10BAR), XL, SAPPHIRE GLASS, 11 DIAMONDS, 
MOTHER OF PEARL DIAL, EXHIBITION CASEBACK, 


Case Size 
37.2mm 


Case Size 
37.2mm 


SKA878P $950 


KINETIC, TSGPWR, (10BAR), XL, SAPPHIRE GLASS, 
MOTHER OF PEARL DIAL, EXHIBITION CASEBACK, 
MOXK112R0, 5M82 
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KINETIC DIRECT DRIVE 


Powered by the movement of the wearer, or by winding the crown. 1 month power storage with power reserve indicator. Hour, minute, second 


hand. Calendar. Day of the week. 


Case Size 


192271 


954628 


i 
“SRHO21P $1450 63) 


KINETIC DIRECT DRIVE, THCWR, (10BAR), XL, SAPPHIRE GLASS, 
MO0T6111J0, 5D44 


Case Size 
46.3mm 


“SRHO24P $1450 6s) 


KINETIC DIRECT DRIVE, THC.MGPWR, (10BAR), XL, SAPPHIRE GLASS, 
R02L011P0, 5D44 


ALARM CHRONOGRAPH 


Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 12-hourly alarm. Dual time capability. Hour, minute, 


second hand. Calendar. 


SNAF39P $1050 Gs) 


ALARM CHRONOGRAPH, THCWR, (10BAR), XL, SAPPHIRE GLASS, 


MOT5111J0, 7762 


Case Size 
47mm 


198761 


954628 
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SNAF39P-3 $1050 6s) 


ALARM CHRONOGRAPH, THCWR, (10BAR), XL, SAPPHIRE GLASS, 


RO2L011J0, 7762 


ALARM CHRONOGRAPH, THC.MGPWR, (10BAR), XL, SAPPHIRE GLASS, 
R02L011P0, 7762 


SNAF60P $1200 


SOLAR ALARM CHRONOGRAPH 


Powered by all light sources. 6 month power reserve. Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 


12-hourly alarm. Dual time capability. Hour, minute, second hand. Calendar. 


Case Size 
41.5mm 


Case Size 
41.5mm 
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SSC514P $1325 6s) 


SOLAR ALARM CHRONOGRAPH, TGP.MHCWR, (10BAR), 
SAPPHIRE GLASS, 22 DIAMONDS, CABOCHON CROWN, 
MOTA112D0, V172 


SOLAR ALARM CHRONOGRAPH, SGPWR, (10BAR), 
SAPPHIRE GLASS, 22 DIAMONDS, CABOCHON CROWN, 
MOTA111K9, V172 


Case Size 
41.5mm 


Case Size 
41.5mm 


SOLAR ALARM CHRONOGRAPH, TGP.MHCWR, (10BAR), 


SAPPHIRE GLASS, CABOCHON CROWN, 
MOTA112D0, V172 


P Lae Case Size 
| 


SSC265P $860 cS) 


SOLAR ALARM CHRONOGRAPH, TSSHC.MHCWR, (10BAR), 
SAPPHIRE GLASS, CABOCHON CROWN, 
MOTA112E0, V172 


SSC218P $860 


Case Size 


41.5mm 41.5mm 
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SSC193P-9 $725 63) 


SOLAR ALARM CHRONOGRAPH, SSWR, (10BAR), 
SAPPHIRE GLASS, CABOCHON CROWN, 
MOTA111J9, V172 


SSC194P-9 $799 6s) 


SOLAR ALARM CHRONOGRAPH, TSSGPWR, (10BAR), 
SAPPHIRE GLASS, CABOCHON CROWN, 
MOTA111C9, V172 


440) 
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029665 
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Case Size 
41.5mm 


SSC312P-9 $1150 63) 


SOLAR ALARM CHRONOGRAPH, TSSGPWR, (10BAR), 
SAPPHIRE GLASS, 22 DIAMONDS, CABOCHON CROWN, 
MOTA111C0, V172 


Case Size 
41.5mm 


SSC196P-9 $799 63) 


SOLAR ALARM CHRONOGRAPH, SGPWR, (10BAR), 
SAPPHIRE GLASS, CABOCHON CROWN, 
MOTA111K9, V172 


> Case Size 
41.5mm 


SOLAR ALARM CHRONOGRAPH, THC.MGPWR, (10BAR), 


SAPPHIRE GLASS, CABOCHON CROWN, 
LOACO14P0, V172 


SSC396P $860 
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SOLAR ANALOGUE 


Powered by all light sources. 10 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. Calendar. 
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41.5mm 41.5mm 41.5mm 
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SNE434P $860 Gs) & SNE432P $799 Gs) 2 SNE428P-9 $750 Gs) & 


SOLAR ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, SOLAR ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, SOLAR ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 
9 DIAMONDS, CABOCHON CROWN, 9 DIAMONDS, CABOCHON CROWN, 9 DIAMONDS, CABOCHON CROWN, 
MOTA112D0, V157 MOTA111K0, V157 MOTA111C9, V157 


Case Size 
41.5mm 


029665 


0 


SNE427P-9 $699 Gs) 2 


SOLAR ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 
9 DIAMONDS, CABOCHON CROWN, 
LOACO12J9, V157 


. = : Va 
Case Size r i “" i , Case Size ' Ke is i \ Case Size 
41.5mm p ; 41.5mm L , | 41.5mm 
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SNE406P $725 6s) SNE398P-9 $660 6s) SNE395P-9 $599 63) 
SOLAR ANALOGUE, TGP.MHCWR, (10BAR), SAPPHIRE GLASS, SOLAR ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, SOLAR ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 


CABOCHON CROWN, MOTA112D0, V157 CABOCHON CROWN, MOTA111C9M V157 CABOCHON CROWN, MOTA111J9, V157 
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SOLAR ANALOGUE 


Powered by all light sources. 6 month power reserve. Instant start and low energy warning functions 
and day of the week. 


Case Size 
28mm 


Case Size 
28mm 
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SUT270P $1200 SUT268P $725 


SOLAR ANALOGUE, TSSGP.MHCWR, (10BAR), SAPPHIRE GLASS, SOLAR ANALOGUE, TGP.MHCWR, (10BAR), SAPPHIRE GLASS, 
26 DIAMONDS, CABOCHON CROWN, M0OW5112D0, V137 CABOCHON CROWN, MOW5112D0, V137 


Case Size 
28mm 


Case Size 
28mm 


e% 


1821591 


029665 


SUT244P-9 $660 SUT243P-9 $575 


SOLAR ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, SOLAR ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 
5 DIAMONDS, MOTHER OF PEARL DIAL, CABOCHON CROWN, 5 DIAMONDS, MOTHER OF PEARL DIAL, CABOCHON CROWN, 
Mo0W5112C9, V137 Mo0W5112J9, V137 


. Hour, minute, second hand. Calendar 
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SOLAR PERPETUAL CHRONOGRAPH 


Powered by all light sources. 6 month power storage with power reserve indicator. Stopwatch measures 24 hours in 1/5th of a second 
increments with split time facility. 24-hour alarm. Dual Time capability. Hour, minute, second hand, perpetual calendar that automatically 
adjusts for short months and leap years until February 2100. 


ADVERTISED MODEL : eaten 


44mm 


Case Size 
44mm Case Size 


44mm 
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SSC377P-9 $899 6s) SSC394P $860 6s) SSC376P-9 $860 6s) 
SOLAR PERPETUAL CHRONOGRAPH, TSSHC.MHCWR, (10BAR), XL, SOLAR PERPETUAL CHRONOGRAPH, SGPWR, (10BAR), XL, SOLAR PERPETUAL CHRONOGRAPH, TSSGPWR, (10BAR), XL, 
SAPPHIRE GLASS, CABOCHON CROWN, MOXS111N9, V198 SAPPHIRE GLASS, CABOCHON CROWN, MOXS111KO, V198 SAPPHIRE GLASS, CABOCHON CROWN, MOXS111C9, V198 


Case Size 
44mm 


SSC375P-9 $799 63) 


SOLAR PERPETUAL CHRONOGRAPH, SSWR, (10BAR), XL, 
SAPPHIRE GLASS, CABOCHON CROWN, MOXS111J9, V198 


SOLAR ALARM CHRONOGRAPH 


Powered by all light sources. 6 month power reserve. Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 
12-hourly alarm. Dual time capability. Hour, minute, second hand. Calendar. 


Case Size — 
40.6mm 


Case Size 
40.6mm 
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29665 


SSC199P-9 $925 63) SSC198P-9 $860 63) 


SOLAR ALARM CHRONOGRAPH, SSHCWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, SSGPWR, (10BAR), XL, 
SAPPHIRE GLASS, CABOCHON CROWN, MOBC112E9, V172 SAPPHIRE GLASS, CABOCHON CROWN, 34POXB, V172 


KINETIC 


Powered by the movement of the wearer. 6 month power storage with power reserve indicator. Hour, minute, second hand. Calendar. 
Day of the week. 


Case Size 
43mm 


VaNLNOo 


SRNOG6P-9 $860 69) 


KINETIC, TGPHC.MHCWR, (10BAR), XL, SAPPHIRE GLASS, 
CABOCHON CROWN, EXHIBITION CASEBACK, 
MOXS111N9, 5M84 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size 
43.5mm 


185976 


o29665 
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SSA314P-9 $799 Gs) 


AUTOMATIC, TSSGPWR, (10BAR), XL, SAPPHIRE GLASS, 
CABOCHON CROWN, EXHIBITION CASEBACK, 
MO0XS111C9, 4R39 


SOLAR ANALOGUE 


Powered by all light sources. 10 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. Calendar. 


Case Size , a Case Size 


42.5mm . 42.5mm 


Case Size 
42.5mm 


= 
= 


954628202451 


0296654184344! 


4 
0 


SNE420P $660 63) SNE412P-9 $599 63) SNE411P-9 $550 6s) 


SOLAR ANALOGUE, SGPWR, (10BAR), XL, SAPPHIRE GLASS, SOLAR ANALOGUE, TSSGPWR, (10BAR), XL, SAPPHIRE GLASS, SOLAR ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
CABOCHON CROWN, MOXS111K0, V157 CABOCHON CROWN, MOXS111C9, V157 CABOCHON CROWN, MOXS11149, V157 
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029665 


i) 


029665 


i) 


SOLAR ANALOGUE 


Powered by all light sources. 6 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. Calendar. 


Case Size 
29mm 


SUT242P-9 $1050 


SOLAR ANALOGUE, TSSGP.MGPWR, (10BAR), SAPPHIRE GLASS, 
CABOCHON CROWN, 24 DIAMONDS, MOTHER OF PEARL DIAL, 
MOXT111K9, V137 


Case Size 
29mm 


ADVERTISED MODEL fi 


SUT310P-9 $725 x 


SOLAR ANALOGUE, SGPWR, (10BAR), SAPPHIRE GLASS, 
MOTHER OF PEARL DIAL, 10 DIAMONDS, CABOCHON CROWN, 
MOXT111K9, V137 


029665 


i) 


186003 


029665 


Case Size 
29mm 


SUT240P-9 $975 


SOLAR ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, 


CABOCHON CROWN, 24 DIAMONDS, MOTHER OF PEARL DIAL, 


MOXT111C9, V137 


Case Size 
29mm 


SUT308P-9 $699 % 


SOLAR ANALOGUE, TSSGPWR, (10BAR), SAPPHIRE GLASS, 
MOTHER OF PEARL DIAL, 10 DIAMONDS, CABOCHON CROWN, 
MOXT111C9, V137 


029665 


i) 


990! 


85 


4 


029665 


0 


Case Size 
29mm 


SOLAR ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 


CABOCHON CROWN, 24 DIAMONDS. MOTHER OF PEARL DIAL, 
MOXT111J9, V137 


SUT239P-9 $899 


SUT307P-9 $625 


SO © & 


SOLAR ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 
MOTHER OF PEARL DIAL, 10 DIAMONDS, CABOCHON CROWN, 
MOXT111d9, V137 
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KINETIC 


Powered by the movement of the wearer. 6 month power storage with power reserve indicator. Hour, minute, second hand. Calendar. 
Day of the week (model dependant). 


DILANIM 


Case Size 
44.7mm 


Case Size 
44.7mm 


SKA745P $725 6s) 2 SKA747P-2 $660 @ 6) R¥ 


KINETIC, SSWR, (10BAR), XL, HARDLEX GLASS, KINETIC, SSWR, (10BAR), XL, HARDLEX GLASS, 
EXHIBITION CASEBACK, MOFP528J0, 5M82 EXHIBITION CASEBACK, LO7NO1DJ0, 5M82 
c = Case Size f > Case Size a Case Size 


' 42.3mm | 42.3mm / ‘ 42.3mm 
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SKA721P $599 (ss) SKA717P $599 @ 69) SKA719P $599 © 69) 


KINETIC, SSWR, (10BAR), XL, HARDLEX GLASS, KINETIC, SSWR, (10BAR), XL, HARDLEX GLASS, KINETIC, SSWR, (10BAR), XL, HARDLEX GLASS, 
EXHIBITION CASEBACK, M01M727J0, 5M82 EXHIBITION CASEBACK, M01M727J0, 5M82 EXHIBITION CASEBACK, M01M727J0, 5M82 


Case Size Pe 
42mm 


Case Size 
42mm 


sRNo74P $599 © 69 SRNO73P $575 © 69 


KINETIC, SGPWR, (10BAR), HARDLEX GLASS, EXHIBITION CASEBACK, KINETIC, SSWR, (10BAR), HARDLEX GLASS, EXHIBITION CASEBACK, 
LO7HO15KO, 5M84 LO7H014J0, 5M84 


SOLAR ALARM CHRONOGRAPH 


Powered by all light sources. 6 month power reserve. Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 
12-hourly alarm. Dual time capability. Hour, minute, second hand. Calendar. 


Case Size 
42.5mm 


Case Size Case Size 
42.5mm 42.5mm 
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$$c143P-9 $799 & 6) ssc142P $750 @ 6 ssc147P $728 §6=— @ «9 
SOLAR ALARM CHRONOGRAPH, SSHCWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, TSPWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, THCWR, (10BAR), XL, 
HARDLEX GLASS, M0C0225E9, V172 HARDLEX GLASS, M0C0224C0, V172 HARDLEX GLASS, M0C0224J0, V172 


Case Size 


42.5mm 42.8mm 
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SSC141P $699 63) SSC139P-9 $860 6s) SSC138P-9 $799 6s) 
SOLAR ALARM CHRONOGRAPH, SSWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, SSHCWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, SSGPWR, (10BAR), XL, 
HARDLEX GLASS, M0C0224J0, V172 HARDLEX GLASS, M0SA112E9, V172 HARDLEX GLASS, MOSA111C9, V172 
Case Size Case Size 
42.8mm mm . 42.8mm 
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: 
SSC431P $725 SSC435P $725 
SOLAR ALARM CHRONOGRAPH, SSWR, (10BAR), XL, SOLAR ALARM CHRONOGRAPH, SSWR, (10BAR), XL, 


HARDLEX GLASS, MOFP328J0, V172 HARDLEX GLASS, MOFP328J0, V172 
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SOLAR CHRONOGRAPH 


Powered by all light sources. 6 month power reserve. Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 
Hour, minute, second hand. Calendar. 24-hour hand. 


Case Size 
44.7mm 


Case Size 
44.7mm 


SSC497P $840 Gs) sscagsp $775 © 69 %& sscagap $750 © 69 %& 


SOLAR CHRONOGRAPH, HCWR, (10BAR), XL, HARDLEX GLASS, SOLAR CHRONOGRAPH, THCWR, (10BAR), XL, HARDLEX GLASS, SOLAR CHRONOGRAPH, SSWR, (10BAR), XL, HARDLEX GLASS, 
MOFP628N0, V175 MOFP628J0, V175 MOFP628J0, V175 


Case Size 
42.4mm 


SSC320P-9 $725 63) 


SOLAR CHRONOGRAPH, SGPWR, (10BAR), HARDLEX GLASS, 
MO0V1111K9, V175 
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ALARM CHRONOGRAPH 


Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. 12-hour alarm. Dual time capability. Hour, minute, 


second hand. Calendar. 


Case Size 
4imm 


954628 


4 


SNAFO7P $725 © 6) 


ALARM CHRONOGRAPH, HCWR, (10BAR), XL, HARDLEX GLASS, 
MOCC411NO, 7762 


CHRONOGRAPH 


Calibre 7T92 — Stopwatch measures 12 hours in 1/20th of a second increments with split time facility. Hour, minute, second hand. Calendar. 


Calibre 7T04/8T63 — Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. Hour, minute, second hand. 24 hour 


hand. Calendar. 


Case Size 
43.6mm 
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sNDG6sP $799 © 69 


CHRONOGRAPH, TSGPWR, (10BAR), XL, SAPPHIRE GLASS, 
MOE0A21CO, 7792 


Case Size 
42.2mm 


5124 
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954628 


SSB223P $599 Gs) 2 


CHRONOGRAPH, SSWR, (10BAR), HARDLEX GLASS, 
MOWS511J0, 8T63 
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Case Size 
| 43.6mm 
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CHRONOGRAPH, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
MOE0A21J0, 7792 


SNDG67P $725 


Case Size 
42.2mm 


954628 


4 


S & & 


CHRONOGRAPH, SSWR, (10BAR), HARDLEX GLASS, 
LO1K017J0, 8T63 


SSB229P $575 


Case Size 
42mm 


187215 


954628 


4 


spcisip $599 © 69 


CHRONOGRAPH, SSWR, (10BAR), HARDLEX GLASS, 
M021224J0, 7704 


Case Size 
42.2mm 


205162! 


954628 


4 


SO @ & 


CHRONOGRAPH, SSWR, (10BAR), HARDLEX GLASS, 
LO1K018J0, 8T63 


SSB231P $575 


CHRONOGRAPH 
Stopwatch measures 60 minutes in 1/5th of a second increments with split time facility. Hour, minute, second hand. 24 hour hand. Calendar. 


Case Size 
44.9mm 


Case Size 
44.9mm 


Case Size 
44.9mm 
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SSB179P $599 63) ssB177P $575 @& SSB199P $525 © 69 R& 


CHRONOGRAPH, HCWR, (10BAR), XL, HARDLEX GLASS, CHRONOGRAPH, SSHCWR, (10BAR), XL, HARDLEX GLASS, CHRONOGRAPH, SSWR, (10BAR), XL, HARDLEX GLASS, 
MOHB627N0, 8T67 MOHB627J0, 8167 MOHB627J0, 8167 
\ Case Size 


41mm 


SSB156P $599 ) 


CHRONOGRAPH, SSGPWR, (10BAR), HARDLEX GLASS, 
Mo0WS111J0, 6T63 


Case Size 
4imm 


954628153319 


4 


ssBoe3P $499 © 69 


CHRONOGRAPH, SSHCWR, (10BAR), HARDLEX GLASS, 
MoCW311J0, 6T63 


SOLAR ANALOGUE 


Powered by all light sources. 10 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. Calendar. 
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xsl \ 4 Case Size 


Case Size Mie / 


39.8mm 39.8mm 
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sNEgosP $78 © @O sne4o7P sooo «=O OD 


SOLAR ANALOGUE, ATIWR, (10BAR), XL, HARDLEX GLASS, SOLAR ANALOGUE, ATIWR, (10BAR), XL, HARDLEX GLASS, 
MOWN111X0, V157 MOWN111TO, V157 


Case Size 
41mm 


Case Size 
41mm 
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SNE430P-9 $660 © 69 RE SNE429P-9 $550 © 69 R& 


SOLAR ANALOGUE, TGP.MSSGPWR, (10BAR), HARDLEX GLASS, SOLAR ANALOGUE, SSWR, (10BAR), HARDLEX GLASS, 8 DIAMONDS, 
8 DIAMONDS, MOV1111C9, V157 MoV1111J9, V157 


Case Size 
39.4mm 


Case Size 
39.4mm 
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SNE252P $575 @ 69 SNE291P $499 © 6) 


SOLAR ANALOGUE, TGP.MHCWR, (10BAR), XL, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
MO0SJ112NO, V157 M0SJ111J0, V157 


SOLAR ANALOGUE 


Powered by all light sources. Instant start and low energy warning function. 10 month power reserve. Hour, minute, second hand. Calendar, 


Day of the week. 


Case Size 
44.6mm 


SNE391P $499 


SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
MOE6428J0, V158 


Case Size 
43mm 


176882 


o29665 
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SNE368P-9 $525 © 69) 


SOLAR ANALOGUE, SGPWR, (10BAR), XL, HARDLEX GLASS, 
MO0JA331K9, V158 


Case Size 
43mm 


SNES5OP $425 © 63 Ry 


SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
M0JA331J0, V158 


4 


SNE393P $499 © 


SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
MOE6428J0, V158 


Case Size 


Si 
Case Size 13mm 


43mm 


SNE366P $525 © 69 SNE364P $525 © 69 


SOLAR ANALOGUE, SGPWR, (10BAR), XL, HARDLEX GLASS, SOLAR ANALOGUE, TSGPWR, (10BAR), XL, HARDLEX GLASS, 
MO0JA331K0, V158 M0JA331C0, V158 
MATCHING MODEL No. SUT164P MATCHING MODEL No. SUT162P 


Case Size 
43mm 


SNE363P $425 © 6) 


SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
M0JA311J0, V158 
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SOLAR ANALOGUE 


Powered by all light sources. Instant start and low energy warning function. 10 month power reserve. Hour, minute, second hand. Calendar, 
Day of the week (model dependant). 


Case Size 
39.6mm 


Case Size Case Size 
39.6mm _- 39.6mm 


We, 


SNEO94P $499 «= @ +69) SNEO98P-9 $499 @& 6) SNEO95P $399 © 69) 


SOLAR ANALOGUE, SSGPWR, (10BAR), XL, HARDLEX GLASS, SOLAR ANALOGUE, SSGPWR, (10BAR), XL, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
M0C1111C0, V158 35C4XZ, V158 35C4JZ, V158 


Case Size 
39.6mm 


SNEO95P-2 $399 © 69) 


SOLAR ANALOGUE, SSWR, (10BAR), XL, HARDLEX GLASS, 
LOOYO11J0, V158 


Case Size Case Size 
41.4mm 41.4mm 


Case Size 
41.4mm 
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192981 


4628 


LE 


SNE390P $550 @ SNE404P-9 $550 @ SNE387P $460 69 


SOLAR ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, SOLAR ANALOGUE, SSGPWR, (5BAR), HARDLEX GLASS, SOLAR ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
MO0E0721K0, V157 MO0E0721C9, V157 MO0E0721J0, V157 
MATCHING MODEL No. SUT232P 
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SOLAR ANALOGUE 


Powered by all light sources. 12 month power reserve. Instant start and low energy warning functions. Hour and minute hand. 


Case Size Case Size 


49mm 49mm 
supse4p-9 $660 © 69 BF SUP865P-9 $575 © 69 Re 
SOLAR ANALOGUE, TSSGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOZM111C9, V115 M0ZM111J9, V115 
Case Size Case Size Case Size 
37.8mm 37.8mm 37.8mm 
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sups70P $399 © sups72P $399 © sups73P $350 © 69 
SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
L011029K0, V115 L011024K0, V115 L011024J0, V115 
MATCHING MODEL No. SUP302P MATCHING MODEL No. SUP300P MATCHING MODEL No. SUP299P 
Case Size Case Size Case Size 
38mm 37.8mm 28.5mm 
a ° 
sups7ep-9 $350 © 9) supss9P $350 © ©) supssop-9 $350 © 
SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, CABOCHON CROWN, 
L011024K9, V115 10110290, V115 LOCZ011K9, V115, 


MATCHING MODEL No. SUP303P MATCHING MODEL No. SUP250P-9 
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ANALOGUE 


Hour, minute, second hand. Calendar. 


a 


SURO99P $525 


ANALOGUE, SSWR, (10BAR), SAPPHIRE GLASS, 
MOWS211J0, 6N76 


WOOL ANDOIVNYV ZLYVNO S.NAW 


SGEH47P $460 6s) 


ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
MOBN731J0, 7N42 


Case Size 
40.9mm 


SGEH42P $499 © 69 
ANALOGUE, TSGPWR, (10BAR), XL, SAPPHIRE GLASS, 
MOE0821C0, 7N42 

MATCHING MODEL No. SXDG64P. 


Pa aes EY Case Size 


ee 0.3mm 


Case Size 
41mm 


SGEH59P $460 © 69 && 


ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
MOGKD43J0, 7N42 


Case Size 
41mm 


SGEH49P $460 © 69) 
ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
MOBN731J0, 7N42 


Case Size 
40.9mm 


SEIKO 4 


SGEH43P $399 © 69 
ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
4LR1IJE, 7N42 

MATCHING MODEL No. SXDG65P 


Case Size 
42.7mm 


Case Size 
42.7mm 


SGEHG3P $460 © 69 XR 


ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
MOGKD43J0, 7N42 


Case Size 
41mm 
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SGEH49P-2 $460 @ 69 


ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
LOEDO11J0, 7N42 


ANALOGUE 


Hour, minute, second hand. Calendar/Day of the week (model dependant). 


Case Size 


Case Size 36.7mm 


36.7mm 


Case Size 
36.7mm 
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SGGAG2P $499 cS) SGGAGIP $460 © 69 sGG717P $425 © 69 
ANALOGUE, SGPWR, (10BAR), XL, SAPPHIRE GLASS, ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, ANALOGUE, SSWR, (10BAR), XL, SAPPHIRE GLASS, 
33X9KZ, 7N43 33X9LZ, 7N43 33X9JZ, 7N43 


Case Size 
42.5mm 


Case Size 
42.5mm 


SGEH54P $550 ) SGEHS53P $499 ) SGEHS56P $499 63) 
ANALOGUE, TSGPWR, (5BAR), SAPPHIRE GLASS, ANALOGUE, SSWR, (5BAR), SAPPHIRE GLASS, ANALOGUE, SGPWR, (5BAR), SAPPHIRE GLASS, 
MO0AH217C0, 7N42 MO0AH217J0, 7N42 LOCLO12K0, 7N42 


Case Size 
34.3mm 


Case Size 
42.5mm 


SGEH53P-2 $460 63) sGcasops $350 © 


ANALOGUE, SSWR, (5BAR), SAPPHIRE GLASS, ANALOGUE, SGPWR, HARDLEX GLASS, 
LOCLO11J0, 7N42 4E91KZ, 7N43 
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AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 


average. 


Case Size 
45mm 
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SRPAOSK $599 Gs) 


AUTOMATIC, THCWR, (10BAR), XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, EXHIBITION CASEBACK, 
MOKWB13J0, 4R36 


Case Size 
45mm 


954628202734! 


SRPAI1K $599 Gs) 2 


AUTOMATIC, HCWR, (10BAR), XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, EXHIBITION CASEBACK, 
4K32MB, 4R36 


Case Size 
46mm 


AUTOMATIC, THC.MGPWR, (10BAR), XL, HARDLEX GLASS, 


ONE WAY ROTATING BEZEL, EXHIBITION CASEBACK, 
RO0C011P0, 4R36 


SRP680K $599 


SRP675K $550 


Case Size 
45mm 


Seg 


SRPAOSK $625 
AUTOMATIC, THCWR, (10BAR), XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, EXHIBITION CASEBACK, 
MOKWB13J0, 4R36 


Case Size 
46mm 


AUTOMATIC, THCWR, (10BAR), XL, HARDLEX GLASS, 


ONE WAY ROTATING BEZEL, EXHIBITION CASEBACK, 
4K32JB, 4R36 


Case Size 
45mm 


AUTOMATIC, THC.MGPWR, (10BAR), XL, HARDLEX GLASS, ONE WAY 


ROTATING BEZEL, EXHIBITION CASEBACK, 
R00C011P0, 4R36 


SRPA12K $599 


Case Size 
40.2mm 


AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, 


ONE WAY ROTATING BEZEL, EXHIBITION CASE BACK, 
4K03JA, 7836 


SNZE19K $525 


AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size 
44.5mm 


Case Size 
44.5mm 


Case Size 
44.5mm 
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SSA284K $625 x SSA283K $550 © 69 R& SSA287K $525 © 6 


AUTOMATIC, SGPWR, (10BAR), XL, HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, 
EXHIBITION CASEBACK, MOKWF17Y0, 4R37 EXHIBITION CASEBACK, MOKWF13J0, 4R37 EXHIBITION CASEBACK, LOFP011J0, 4R37 


Case Size 
41.7mm 


Case Size 


1781691 


954628 
954628 


——— 


SRP553K $499 SNZG13K $499 © 


AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, 
ONE WAY ROTATING BEZEL, EXHIBITION CASEBACK, EXHIBITION CASE BACK, 300Z1JM,7S36 
MO0SX211J0, 4R36 


4 
4 


AUTOMATIC 


Approximately 41 hours power reserve. Accuracy +/- 25 seconds a day average. Powered by the movement of the wearer or by winding the 
crown. Hour, minute and second hand. Calendar (model dependant). 


Case Size 
40.5mm 


Case Size a = . Case Size 
42mm - ~ 42mm 
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95462812055 44! 


9546281186942! 
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SRPA26K $725 Gs) & SRPA25K $625 © G3) SSA265K $825 6s) 


AUTOMATIC, TSGPWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SSWR, (5BAR), HARDLEX GLASS, 
EXHIBITION CASEBACK, M0Z9111CO, 4R35 EXHIBITION CASEBACK, M0Z9111J0, 4R35 EXHIBITION CASEBACK, MOWS311J0, 4R39 


Case Size 
42mm 


Case Size 
42mm 


Case Size 
42mm 
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SRP704K $725 6s) SRP703K $625 © 69) SRP701K $625 © 69) 


AUTOMATIC, TSGPWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), HARDLEX GLASS, 
EXHIBITION CASEBACK, MOWS411C0, 4R35 EXHIBITION CASEBACK, MOWS411J0, 4R35 EXHIBITION CASEBACK, MOWS411J0, 4R35 
‘ Case Size Case Size Case Size 
] 42mm y 42mm 42mm 
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SRP769K $625 © 69) SRP767K $625 © 69 SRP772K $660 © 69 


AUTOMATIC, SSWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SGPWR, (10BAR), HARDLEX GLASS, 
EXHIBITION CASEBACK, MOWS411J0, 4R35 EXHIBITION CASEBACK, MOWS411J0, 4R35 EXHIBITION CASEBACK, LO7HO1HPO, 4R35 


AUTOMATIC 


Calibre 4R35/4R36 — Approximately 41 hours power reserve. Accuracy +/- 25 seconds a day average. Powered by the movement of the wearer 
or by winding the crown. Hour, minute and second hand. Calendar (model dependant). 


Calibre 7S36/7S26 — Approximately 36 hours energy storage. Accuracy +/- 25 seconds a day average. Hour, minute, second hand. Calendar 
and day of the week. 


Case Size 
42mm 


Case Size 
42mm 


Case Size 
42mm 
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954628192523! 


9546281199416 
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SRP770K $625 ) SRP706K $660 © 6) SRP705K $599 © 6) 


AUTOMATIC, SGPWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SGPWR, (10BAR), HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), HARDLEX GLASS, 


EXHIBITION CASEBACK, LO7HO1KKO, 4R35 EXHIBITION CASEBACK, LO7H014P0, 4R35 EXHIBITION CASEBACK, LO7H012J0, 4R35 


Case Size Case Size 
43.3mm 43.3mm 


Case Size 
43.3mm 
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SRP707K $660 © 69 SRP713K $599 © 69 SRP715K $599 © 69 


AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, AUTOMATIC, SSWR, (10BAR), XL, HARDLEX GLASS, 
EXHIBITION CASEBACK, MOXR111J0, 4R36 EXHIBITION CASEBACK, LO7N012J0, 4R36 EXHIBITION CASEBACK, LO7N011J0, 4R36 


Case Size 
40.4mm 


9546281077813 


SNZE32K $525 63) SNKM92K $375 cS) SNKM87K $325 ) 


AUTOMATIC, SGPWR, (5BAR), XL, HARDLEX GLASS, AUTOMATIC, SSGPWR, (5BAR), XL, HARDLEX GLASS, AUTOMATIC, SSWR, (5BAR), XL, HARDLEX GLASS, 
EXHIBITION CASE BACK, 3368KG, 7836 EXHIBITION CASEBACK, MOVD111Z0, 7826 EXHIBITION CASEBACK, MOVD111J0, 7826 
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AUTOMATIC 


Powered by the movement of the wearer or by winding the crown. Approximately 41 hours power reserve. Accuracy +/- 25 seconds per day 
average. 


Case Size 
33.4mm 


Case Size 
33.4mm 
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SSA8G0K $975 © 69 SSA862K $950 © 69 
AUTOMATIC, ASGPWR, (5BAR), HARDLEX GLASS, AUTOMATIC, ASGPWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, M0T4312K0, 4R38 CABOCHON CROWN, M0T4312J0, 4R38 
CHRONOGRAPH 


Stopwatch measures 60 minutes in 1/5th of a second increments. Hour, minute, second hand. Calendar. 


Case Size 
35.8mm 


205223 


954628 


sRwe36P $1050 @ 6) srwa37P $975 © 6) 


CHRONOGRAPH, SGPWR, (5BAR), SAPPHIRE GLASS, 11 DIAMONDS, CHRONOGRAPH, SSWR, (5BAR), SAPPHIRE GLASS, 11 DIAMONDS, 
MO0ZB112K0, 7712 M0ZB112J0, 7712 
ANALOGUE 


Hour, minute, small seconds hand. 


Case Size Case Size 


31.4mm 
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sxpGsop $s40 © 6) SXDG79P $750 @ 69 R¥ 
ANALOGUE, SGPWR, (5BAR), SAPPHIRE GLASS, 10 DIAMONDS, ANALOGUE, SSWR, (5BAR), SAPPHIRE GLASS, 10 DIAMONDS, 


MO0ZE112K0, 7N82 MO0ZE112J0, 7N82 


ANALOGUE 


Hour, minute and second hand (model dependant). 


Case Size 
29.4mm 


w 


sFososp $699 © G3) %& 


ANALOGUE, TSGPWR, (5BAR), HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 12 CRYSTALS, CABOCHON CROWN, 
M0ZC112R0, 7NO0 


Case Size 
29.4mm 


sFoso4aP $625 © 6) 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, 4 CRYSTALS, 
CABOCHON CROWN, M0ZC112K0, 7NOO 


Case Size 
31.2mm 


954628188076 


sRza4op $599 © 69 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, MOR6312K0, 7NO1 


Case Size 
29.4mm 


sFoso7P $575 © 6) %& 


ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 12 CRYSTALS, CABOCHON CROWN, 
M0ZC112J0, 7NOO 


Case Size 
29.4mm 


SFososP $575 © 6) Ry 


ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 4 CRYSTALS, 
CABOCHON CROWN, M0ZC112J0, 7NO0 


Case Size Case Size 
31.2mm 31.2mm 


SRz438P $599 © 69) SRZ437P $525 © 69 


ANALOGUE, TSSGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, MOR6312C0, 7NO1 CABOCHON CROWN, MOR6312J0, 7NO1 
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ANALOGUE 


Hour, minute and second hand (model dependant). 


Case Size 
28.7mm 


SFosi4P $575 & 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, M0T4422K0, 7NO0 


Case Size 
28.7mm 


sFosi4P-2 $499 © 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, LOFA012K0, 7NOO 


Case Size 
24.2mm 


98976! 


954628 
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SRz462P $425 © 


ANALOGUE, SSGPWR, (5BAR), HARDLEX GLASS, 
M0A1212C0, 7NO1 


Case Size 
28.7mm 


sFosieP $599 © 69 


ANALOGUE, TSGPWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, M0T4422R0, 7NOO 


Case Size 
24.2mm 
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SRz458P $399 © 


ANALOGUE, SSGPWR, (5BAR), HARDLEX GLASS, 
MO0A1212J0, 7NO1 


sFosi7P $499 «= @ 6) 


ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, MO0T4422J0, 7NOO 


Case Size 
24.2mm 


954628198983! 


sRz464P $460 © 69) 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, 
MO0A1212K0, 7NO1 


Case Size 
24.2mm 


SRz461P $350 © 


ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
MO0A1212J0, 7NO1 


ANALOGUE 


Hour, minute and second hand. 


Case Size i Case Size " Case Size 
29.6mm : 29.6mm 29.6mm 


SRz450P $599 © 69 SRz448P $6600 © SRZ447P $525 © 69 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, TSSGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, MOXJ112K0, 7NO1 CABOCHON CROWN, MOXJ112R0, 7NO1 CABOCHON CROWN, MOXJ112J0, 7NO1 
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Case Size Case Size Case Size 
23.2mm > 23.2mm a : 23.2mm 
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sxePeop $599 © 6) SXGP59P $575 © 69 R& SXGP55P $525 © 6) 
ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 
CABOCHON CROWN, MOXY212K0, 1N01 CABOCHON CROWN, MOXY212C0, 1N01 CABOCHON CROWN, MOXY212J0, 1NO01 
Case Size Case Size Case Size 
21.6mm 21.6mm 21.6mm 
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sRza7ep $499 «= @ G3) RE sRza76P $460 © 6S Ry SRz469P $375 © 6D RF 
ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 


MO0A1312K0, 7NO1 M0A1312C0, 7NO1 MO0A1312J0, 7NO1 


ANALOGUE 


Hour, minute and second hand. 


Case Size Case Size Case Size 
27.5mm 27.5mm 7 27.5mm 
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sRz402P $599 © 69 SRz400P $599 @ SRZ399P $550 © 


ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, TSSGPWR, (5BAR), HARDLEX GLASS, ANALOGUE, SSWR, (5BAR), HARDLEX GLASS, 11 CRYSTALS, 
11 CRYSTALS, CABOCHON CROWN, MO0T3112K0, 7NO1 11 CRYSTALS, CABOCHON CROWN, M0T3112R0, 7NO1 CABOCHON CROWN, MO0T3112J0, 7NO1 


Case Size Case Size 
27.5mm 27.5mm 


Case Size 
27.5mm 


ro — 
— aT 
o —c« 
>: =~, o 
——) — 0 — 0 
—=—o ie —, 
—— — — 
=" _—s _— 
© © © 
-—— -—— -—— 
© mo mu Co 
+ —_s —_s 
—" —o ———) 
=o =o -—F 


4 


r 
> 
£ 
m 
0) 
O 
Cc 
> 
A 
=| 
N 
> 
Z 
> 
I~ 
O 
Q 
Cc 
m 
Ol 
oO 
= 
~ 
iz 
> 
2 
m 
0) 
O 
c 
> 
A 
| 
N 
> 
Z 
> 
I~ 
e) 
0) 
(© 
m 


SRZ468P $725 © 6) RE sRz466P $750 © 6 X& SRZ465P $625 © 6) 


ANALOGUE, TSSGP.MGPWR, HARDLEX GLASS, 44 CRYSTALS, ANALOGUE, TSSGPWR, HARDLEX GLASS, 44 CRYSTALS, ANALOGUE, SSWR, HARDLEX GLASS, 44 CRYSTALS, 
CABOCHON CROWN, M0T3212K0, 7NO1 CABOCHON CROWN, MO0T3212R0, 7NO1 CABOCHON CROWN, MO0T3212J0, 7NO1 


Case Size Case Size | Case Size 
30.1mm 30.1mm , l 30.1mm 
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SRz442P $728 © sRz4aip $599 © SRz453P $550 © 69 


ANALOGUE, TSSGP.MGPWR, HARDLEX GLASS, 45 CRYSTALS, ANALOGUE, SSWR, HARDLEX GLASS, 45 CRYSTALS, ANALOGUE, SSWR, WR, HARDLEX GLASS, CABOCHON CROWN, 
CABOCHON CROWN, MOWR112K0, 7NO1 CABOCHON CROWN, MOWR112J0, 7NO1 24 CRYSTALS, MOXJ112J0, 7NO1 


ANALOGUE 


Hour, minute and second hand. 


Case Size Case Size 


Case Size - 
29.6mm nm 29.6mm 


29.6mm 
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sFososP $660 © 69 SFosi0P $725 @ 69 sFosi1P $599 © 69 


ANALOGUE, TSSGP.MGPWR, HARDLEX GLASS, 56 CRYSTALS, ANALOGUE, TSSGPWR, HARDLEX GLASS, 56 CRYSTALS, ANALOGUE, SSWR, HARDLEX GLASS, 56 CRYSTALS, 
CABOCHON CROWN, M0T4422K0, 7NOO CABOCHON CROWN, M0T4422R0, 7NOO CABOCHON CROWN, M0T4422J0, 7NOO 


SOLAR ANALOGUE 


hand. Calendar. 


Case Size 
29.7mm 


SUT216P $725 © 69 
SOLAR ANALOGUE, SGPWR, (10BAR), HARDLEX GLASS, 
10 DIAMONDS, MOTHER OF PEARL DIAL, 

MO0V2117K0, V137 


Case Size 
27mm 


suT294P $575 © 6) 


SOLAR ANALOGUE, TSSGPWR, (10BAR), HARDLEX GLASS, 
MOTHER OF PEARL DIAL, M032318C0, V137 


WOS ANDO TIVNV YVIOS SAIGDVT / NOOL ANDOIVNV YVIOS SAIGVTI 


Case Size 
29.1mm 


SUT232P $550 © 6) 
ANALOGUE, SGPWR, (5BAR), HARDLEX GLASS, 
MO0K3221K0, V137 

MATCHING MODEL No. SNE390P 


suT2u4P $725 4 @ 

SOLAR ANALOGUE, TGP.MSSGPWR, (10BAR), HARDLEX GLASS, 
10 DIAMONDS, MOTHER OF PEARL DIAL, 

MO0V2117C0, V137 


Case Size 
27mm 


suT293P $499 © 6) %& 


SOLAR ANALOGUE, SSWR, (10BAR), HARDLEX GLASS, 
MOTHER OF PEARL DIAL, M032318J0, V137 


Calibre V137/V138 — Powered by all light sources. 6 month power reserve. Instant start and low energy warning functions. Hour, minute, second 


Case Size 
30.1mm 


SUTI28P $525 @ 69 


SOLAR ANALOGUE, TGP.MSSGPWR, (10BAR), HARDLEX GLASS, 
Mov2111C0, V137 


Case Size 
28.5mm 


: 
SUT162P $525 © 69) 
SOLAR ANALOGUE, TSGPWR, (10BAR), XL, HARDLEX GLASS, 


M0SZ411C0, V138 
MATCHING MODEL No. SNE364P 
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o29665 
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SOLAR ANALOGUE 


Calibre V137 — Powered by all light sources. 6 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. 


Calendar. 


Calibre V115/V116 — Powered by all light sources. 12 month power reserve. Instant start and low energy warning functions. Hour and minute hand. 


Case Size 
28.5mm 
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029665 
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SuT278P-9 $999 & 69) 


SOLAR ANALOGUE, TSSGPWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 18 DIAMONDS, 
M0H4221C9, V137 


Case Size 
15.5mm 
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186072 


665 


SUP330P-9 $950 @ 69 Re 


SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 14 DIAMONDS, 
M02J112K9, V116 


Case Size 
29mm 


suT314P-9 $660 @® 6) R 


SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 40 CRYSTALS, 
MOR8212k9, V137 


Case Size 
28.5mm 


os 


186034 


029665 


i) 


$uT277P-9 $350 @ 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 18 DIAMONDS, 
M0H4221J9, V137 


Case Size 
15.5mm 
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186379 


665 


sup329P-9 $725 @ 69 X& 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 14 DIAMONDS, 
M0ZJ112J9, V116 


SUT312P-9 $625 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 


MOTHER OF PEARL DIAL, 40 CRYSTALS, 
MOR8211C9, V137 


Case Size 
20.5mm 
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86027! 


O29665 


SUP325P-9 $860 @ 69 Re 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 24 DIAMONDS, 
M0ZG112C9, V115 


Case Size 
26.7mm 
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186362 


665 


SUP335P-9 $860 @ 69 Re 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 20 DIAMONDS, 
MOXY317C9, V115 


SUT311P-9 
SOLAR ANALOGUE, 
MOTHER OF PEARL 
MOR8211J9, V137 


Case Size 
20.5mm 


SUP323P-9 $799 @ Gs) BE 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 24 DIAMONDS, 
M0ZG112J9, V115 


Case Size 
26.7mm 


SUP333P-9 $799 @ 69 Re 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, 20 DIAMONDS, 
MOXY312J9, V115 


Case Size 
29mm 
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$575 


SSWR, HARDLEX GLASS, 
DIAL, 40 CRYSTALS, 
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SOLAR ANALOGUE 


Calibre V115 — Powered by all light sources. 12 month power reserve. Instant start and low energy warning functions. Hour and minute hand. 


Calibre V137 — Powered by all light sources. 6 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. 
Calendar. 


Case Size 


27mm Case Size 


20.5mm 


Case Size 
20.5mm 
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sup344p-9 $599 @ 69 Re SUP340P-9 $625 @ 69 R& SUP339P-9 $575 @ 69 R& 
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SOLAR ANALOGUE, SSWR, HARDLEX GLASS, SOLAR ANALOGUE, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
M02B427C9, V115 MOTHER OF PEARL DIAL, 46 CRYSTALS, MOTHER OF PEARL DIAL, 46 CRYSTALS, 
M0ZK112R9, V115 M02ZK112J9, V115 


Case Size 


Case Size 


Case Size 
19.3mm 


Case Size 
19.3mm 
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sup322P $599 @ 6) RE — supszip $525 @ 6) RE _— sutze2P-9 seco @ suT281P-9 $599 © 


SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, SOLAR ANALOGUE, TSSGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
MOTHER OF PEARL DIAL, M0ZD112K0, V115 MOTHER OF PEARL DIAL, M0ZD112J0, V115 MOTHER OF PEARL DIAL, 30 CRYSTALS, MOTHER OF PEARL DIAL, 30 CRYSTALS, 
MOYL111C9, V137 MOYL111J9, V137 


Case Size 
27.9mm 


Case Size Case Size Case Size 
28mm M 28mm 27.9mm 
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168344 
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954628 
954628 
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SuP346P-9 $625 @ 63 RE supsasp-9 $575 @ G9) VE supzteP $550 @ 69 sup214P $499 @ 


SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSWR, HARDLEX GLASS, SOLAR ANALOGUE, SSGPWR, HARDLEX SOLAR ANALOGUE, SSGPWR, HARDLEX 
32 CRYSTALS, MOWY212K9, V115 32 CRYSTALS, MOWY212J9, V115 GLASS, 32 CRYSTALS, MOTHER OF PEARL DIAL, GLASS, 32 CRYSTALS, MOTHER OF PEARL DIAL, 
MON7222K0, V115 MON7222J0, V115 


SOLAR ANALOGUE 
Calibre V115/V116 — Powered by all light sources. 12 month power reserve. Instant start and low energy warning functions. Hour and minute hand. 


Calibre V137 — Powered by all light sources. 6 month power reserve. Instant start and low energy warning functions. Hour, minute, second hand. 
Calendar. 


Case Size 
18.2mm 


Case Size 
18.2mm 


Case Size 
22.9mm 


Case Size 
22.9mm 
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SUP298P $725 @® 6) sup296P $699 @ 69) sup314P $599 © suP3i2P $599 © 
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SOLAR ANALOGUE, SSGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSGPWR, HARDLEX GLASS, 
MOTHER OF PEARL, 31 CRYSTALS, MOTHER OF PEARL DIAL, 31 CRYSTALS, MOTHER OF PEARL DIAL, MOYG112K0, V115 MOTHER OF PEARL DIAL, MOYG112CO, V115 
MOYF112K0, V115 MOYF112C0, V115 


Case Size 
26.5mm 


Case Size 
26.5mm 


Case Size 
26.5mm 
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sup290P-9 $599 @ supz2ssP-9 $599 @ sup287P-9 $550 © 


ANALOGUE, SSGPWR, WR, HARDLEX GLASS, 36 CRYSTALS, ANALOGUE, SSGPWR, WR, HARDLEX GLASS, 32 CRYSTALS, ANALOGUE, SSWR, WR, HARDLEX GLASS, 32 CRYSTALS, 
MOTHER OF PEARL DIAL, MOWC212K9, V115 MOTHER OF PEARL DIAL, MOWC212C9, V115 MOTHER OF PEARL DIAL, MOWC212J9, V115 


Case Size 
27mm 


Case Size 
15mm 


Case Size 
32.5mm 


Case Size 
32.5mm 
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SUT158P $575 G 63) SUTI54P $575 @ 63) sup272P-9 $550 @ suT234P $599 © 68) 


SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, SOLAR ANALOGUE, SSGPWR, HARDLEX GLASS, SOLAR ANALOGUE, TSSGPWR, HARDLEX GLASS, ANALOGUE, SSGPWR, HARDLEX GLASS, 
CABOCHON CROWN, MOVA211K0, V137 CABOCHON CROWN, MOVA211C0, V137 MOWY112C9, V116 MOPA211CO, V137 
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SOLAR ANALOGUE 


Powered by all light sources. 12 month power reserve. Instant start and low energy warning functions. Hour and minute hand. 


Case Size 
26.1mm 


sup302P $399 © 69 
SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, 


LOF7012K0, V115 
MATCHING MODEL No. SUP870P 


Case Size 
26.1mm 


sup304P $350 © 69 
SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, 


LOF7011K0, V115 
MATCHING MODEL No. SUP878P-9 
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Case Size 
26.1mm 


SUP300P $399 © 69) 


SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, 
LOF7011K0, V115 
MATCHING MODEL No. SUP872P 


Case Size 
26.1mm 


SUP303P $350 © 69) 


SOLAR ANALOGUE, SSWR, HARDLEX GLASS, 
LOF7012J0, V115 
MATCHING MODEL No. SUP869P 
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Case Size 
26.1mm 


sUP299P $350 © 6) 


SOLAR ANALOGUE, SSWR, (WRBAR), HARDLEX GLASS, 
LOF7011J0, V115 
MATCHING MODEL No. SUP873P 


Case Size 
18mm 


SUP250P-9 $350 © 69) 
SOLAR ANALOGUE, SGPWR, HARDLEX GLASS, CABOCHON CROWN, 


LO2J026K9, V115 
MATCHING MODEL No. SUP880P-9 
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$23571J $1150 


PC, HARDLEX GLASS, 
BZAO8N, S149 
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$23605P $399 


APCWR (5BAR), ACRYLIC GLASS, 
DFY6JB, S058 
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$23601P $299 © 


APCWR, ACRYLIC GLASS, 
DD83AD, S056 


FOR STOPWATCH MATRIX REFER TO PAGE 86 
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$23569J $725 


PCWR, HARDLEX GLASS, 
BZAO2N, S143 


$23593J $625 


APCWR (10BAR), HARDLEX GLASS, 
BZAO4N, S141 


$23589J $150 


PCWR, ACRYLIC GLASS, 
4E22MB, W073 
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$23535P $625 


PC, HARDLEX GLASS, 
BZAO4N, S351 


$23603P $350 


APCWR, ACRYLIC GLASS, 
DD83AD, S057 


$23547J $125 


PC, GRIPSWITCH FOR S23571J, 
$149 


SAHOLVMdOLS 


SEIKO KINETIC 


Generating Electricity 
The natural movement of your 
body is sensitively transformed 


into electrical energy. 


Storing Electricity 
A high performance long-life 


rechargeable battery stores the 


energy to power the watch. 


Utilising Electricity 


efficiency into a quartz signal. 


Circuit Block 


watch signal. 


Oscillating Weight 
Movement of the wearer rotates 


the oscillating weight. 


Rotor 
Transforms every movement 
of the oscillating weight into 


a magnetic charge. 


Rechargeable Long-Life Battery 
Stores the generated 


electrical energy. 


Advanced electronic circuitry ensures 


that the energy is converted with optimum 


Controls voltage and amperage. And by 


quartz oscillation, it produces a precise 


SEIKO SOLAR 


SEIKO 
SOLAR 


No Battery Change Required 


Powered by all types 
of light 


Solar cell with high 
performance electricity 
generation 


Energy-efficient 
~ movement with 
long power reserve 


SEIKO. Solar watch experts since 1977 


SEIKO 


CORPORATE GIFTS 


DEDICATED TO PERFECTION 


Specialised timepieces are the perfect corporate gift for 
service awards, incentive and reward programs, product 
launches, corporate gifts, safety awards, promotions 
and many other corporate occasions. 


Customisations Options: 
Dial printing of company logo up to 5 colours 


Engraving logos and or text message on the case back or clasp 


All watches are supplied in presentation boxes with full Seiko warranty 
Minimum orders 1 unit 


For more information contact Petersens Jewellers Merivale: 
Email: petersens@clear.net.nz 
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SPORTS TIMING & 
SPECIALTY CLOCKS 


The world over, people have come to rely on the 
expert time keeping of SEIKO. Whether this be a 
major sporting event like the IAAF Championships 
which SEIKO have timed since 1987, or a Landmark 
clock, such as the Waco Department store in 
Japan, SEIKO has a timing solution for any need. 


The extensive range of Sports Timing Equipment, 


; 


fie ak ie and Landmark Clocks are now available 


; - 
,) 


in Australia. 


Vin : 
TN I Both catalogues can be found on our website 
sic http://www.seiko.com.au/pr-media/sports-timing 


For more information or a quote email 
specialisttiming@seiko.com.au 
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$23535P $625 | 61 SNDV70P SRNO66P-9 | $860 | 33 SRZ448P $660 S$SC312P-9 | $1150 | 29 SUP330P-9 
$23547J $125 | 61 SNDX95P SRNO73P. 575 | 35 SRZ450P $599 SSC314P-9 | $1200 | 29 SUP333P-9 
$23569J $725 | 61 SNEO94P SRNO74P. $599 | 35 SRZ453P $550 SSC320P-9 $725 | 37 SUP335P-9 
$23571J $1150 | 61 SNEO95P-2 SRP527J 799 | 20 SRZ458P $399 SSC357P. 999 | 27 SUP339P-9 
$23589J $150 | 61 SNEO95P SRP534J $950 | 20 SRZ461P $350 SSC375P-9 $799 | 32 SUP340P-9 
$23593J $625 | 61 SNEO98P-9 SRP553K 499 | 47 SRZ462P $425 SSC376P-9 860 | 32 SUP344P-9 
$23601P $299 | 61 SNE107P-2 SRP639K $925 | 13 SRZ464P $460 SSC377P-9 $899 | 32 SUP345P-9 
$23603P $350 | 61 SNE252P SRP675K 550 | 46 SRZ465P $625 SSC394P 860 | 32 SUP346P-9 
$23605P $399 | 61 SNE291P SRP680K $599 | 46 SRZ466P $750 SSC396P $860 | 29 SUP864P-9 
SBDX014 $7300 | 10 SNE293P-2 SRP691J 850 | 19 SRZ468P $725 SSC419P 840 | 15 SUP865P-9 
SFO804P $625 | 51 SNE359P SRP693J $850 | 19 SRZ469P $375 S$SC421P $660 | 15 SUP869P 
SFQ805P 575 | 51 SNE363P SRP694J 950 | 19 SRZ476P $460 SSC427P $1200 | 27 SUP870P 
SFQ806P $699 | 51 SNE364P SRP701K $625 | 48 SRZ478P $499 SSC431P $725 | 36 SUP872P 
SFQ807P 575 | 51 SNE366P SRP703K 625 | 48 SSA257J $860 SSC435P $725 | 36 SUP873P 
SFO808P $660 | 55 SNE368P-9 SRP704K $725 | 48 SSA265K $825 SSC479P $1050 | 26 SUP878P-9 
SFQ810P 725 | 55 SNE373P SRP705K 599 | 49 SSA267J $975 SSC481P. $1250 | 26 SUP880P-9 
SFQ811P $599 | 55 SNE383P-9 SRP706K $660 | 49 SSA271J $975 SSC483P $999 | 26 SURO99P 
SFQ814P-2 499 | 52 SNE387P SRP707K 660 | 49 SSA272J $1050 SSC485P. $1100 | 11 SUT128P 
SFO814P $575 | 52 SNE390P SRP713K $599 | 49 SSA274J $1150 SSC487P $1100 | 11 SUT154P 
SFQ816P 599 | 52 SNE391P SRP715K 599 | 49 SSA283K $550 SSC489P $1050 | 11 SUT158P 
SFQ817P $499 | 52 SNE393P SRP767K $625 | 48 SSA284K $625 SSC493P $750 | 37 SUT162P 
SGEH42P 499 | 44 SNE395P-9 SRP769K 625 | 48 SSA287K $525 SSC495P $775 | 37 SUT214P 
SGEH43P $399 | 44 SNE398P-9 SRP770K $625 | 49 SSA303J $975 SSC497P $840 | 37 SUT216P 
SGEH47P 460 | 44 SNE404P-9 SRP772K 660 | 48 SSA308J $1200 SSC514P $1325 | 29 SUT232P 
SGEH49P-2 | $460 | 44 SNE406P SRP773K $840 | 13 SSA314P-9 | $799 SSFO01J $6900 | 10 SUT234P 
SGEH49P 460 | 44 SNE407P SRP775K 840 | 13 SSA848J $1200 SSFO03J $2500 | 26 SUT239P-9 
SGEH53P-2 | $460 | 45 SNE409P SRP777K $799 | 13 SSA850J $1150 SSFO05J $2750 | 26 SUT240P-9 
SGEH53P 499 | 45 SNE411P-9 SRP860J 750 | 20 SSA852J $1050 SSFO07J $2500 | 26 SUT242P-9 
SGEH54P $550 | 45 SNE412P-9 SRP861J $660 | 20 SSA854J $975 SUNO19P $1325 | 11 SUT243P-9 
SGEH56P 499 | 45 SNE420P SRP880J $1050 | 21 SSA860K $975 SUNO023P $1200 | 11 SUT244P-9 
SGEH59P $460 | 44 SNE421P SRP884J $925 | 21 SSA862K $950 SUNO047P $860 | 14 SUT268P 
SGEH63P 460 | 44 SNE423P SRP887J 799 | 21 SSA884J $1200 SUNO49P-2 750 | 14 SUT270P 
SGG480PS $350 | 45 SNE425P SRPAO5K $599 | 46 SSBO063P $499 SUNO49P $799 | 14 SUT277P-9 
SGG717P 425 | 45 SNE427P-9 SRPAOSK 625 | 46 SSB156P $599 SUNO59P 750 | 14 SUT278P-9 
SGGA61P $460 | 45 SNE428P-9 SRPA11K $599 | 46 SSB177P $575 SUNO65P $1150 | 11 SUT281P-9 
SGGA62P 499 | 45 SNE429P-9 SRPA12K 599 | 46 SSB179P $599 SUP214P 499 | 58 SUT282P-9 
SKA371P-2 | $840 | 12 SNE430P-9 SRPA13J $725 | 20 SSB199P $525 SUP216P $550 | 58 SUT293P 
SKA717P 599 | 35 SNE432P SRPA14J 799 | 20 SSB223P $599 SUP250P-9 350 | 60 SUT294P 
SKA719P $599 | 35 SNE434P SRPA17J-2 | $975 | 23 SSB229P $575 SUP272P- $550 | 59 SUT307P-9 
SKA721P 599 | 35 SNKM87K SRPA17J $1100 | 23 SSB231P $575 SUP287P-9 550 | 59 SUT308P-9 
SKA745P $725 | 35 SNKM92K SRPA21K $799 | 13 SSC138P-9 $799 SUP288P- $599 | 59 SUT310P-9 
SKA747P-2 660 | 35 SNQ147P SRPA25K $625 | 48 SSC139P-9 $860 SUP290P-9 599 | 59 SUT311P-9 
SKA873P $975 | 27 SNQ150P. SRPA26K $725 | 48 SSC141P $699 SUP296P $699 | 59 SUT312P-9 
SKA878P 950 | 27 SNZE19K SRW836P $1050 | 50 SSC142P $750 SUP298P 725 | 59 SUT314P-9 
SKA881P $975 | 27 SNZE32K SRW837P $975 | 50 SSC143P-9 $799 SUP299P $350 | 60 SXB429P 
SKP391P. 750 | 24 SNZG13K SRX011P. $1750 | 22 SSC147P $725 SUP300P 399 | 60 SXB430P 
SKP393P. $750 | 24 SPB035J SRX013P. $1750 | 22 SSC193P-9 $725 SUP302P $399 | 60 SXB431P 
SKP395P. 699 | 24 SPB037J SRZ399P 550 | 54 SSC194P-9 $799 SUP303P 350 | 60 SXB432P 
SKP396P. $725 | 24 SPB039J SRZ400P $599 | 54 SSC196P-9 $799 SUP304P $350 | 60 SXDG57P 
SNAFO7P 725 | 38 SPBO41J SRZ402P 599 | 54 SSC198P-9 $860 SUP312P 599 | 59 SXDG58P 
SNAF39P-3 | $1050 | 28 SPC151P SRZ437P $525 | 51 SSC199P-9 $925 | 32 SUP314P $599 | 59 SXDG79P 
SNAF39P $1050 | 28 SPC159P SRZ438P 599 | 51 SSC218P $860 | 29 SUP321P 525 | 58 SXDG80P 
SNAF60P $1200 | 28 SPC162P SRZ440P $599 | 51 SSC261P $1200 | 15 SUP322P $599 | 58 SXGP55P. 
SNDG67P $725 | 38 SRH021P SRZ441P 599 | 54 SSC265P $860 | 29 SUP323P-9 799 | 57 SXGP59P 
SNDG68P $799 | 38 SRHO024P SRZ442P $725 | 54 SSC293P-2 $599 | 15 SUP325P- $860 | 57 SXGP60P. 
SNDV58P $1100 | 23 SRKZ60P SRZ447P 525 | 53 SSC295P $660 | 15 SUP329P-9 725 | 57 


